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Message Text 


E.O. 11652: N/A 
TAGS: BEXP, RP 

SUBJ: MEDICAL, LABORATORY, & SCIENTIFIC INSTRUMENTATION EXHIBITION 

1 . DENNIS MCCONNELL, FE AREA MANAGER OF ABBOTT 
LABORATORIES (PHILIPPINES) HAS WRITTEN THE EMBASSY 
SIGNIFYING HIS COMPANY'S INTENTIONTO PARTICIPATE IN 
SUBJECT EXHIBITION. HE REQUESTS COMMERCE GRANT THEM 
NTM STATUS BECAUSE THEY PLAN TO EXHIBIT A MICROBIOLOGY 
TEST SYSTEM WHICH HAS NEVER BEEN INTRODUCED IN THE 
PHILIPPINES. HE SAID THAT THIS INSTRUMENT WAS 
INTRODUCED IN THE U.S. ONLY IN MARCH 1, 1978. 

MR. MCCONNELL FURTHER REQUESTS BOOTH NO. 5. IF THIS 
IS NOT AVAILABLE, PLEASE INFORM US SOONEST. 

2. LOCAL COMPANY DOES NOT YET KNOW WHO WILL SHOULDER 
PAYMENT OF PARTICIPATION FEE. POST WILL 

INFORM USDOC OF THE NAME OF CONTACT PERSON IN U.S. 

IF PAYMENT WILL BE MADE BY PARENT COMPANY. 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 apr 1978 

Decaption Date: 20 Mar 2014 

Decaption Note: 25 YEAR REVIEW 

Disposition Action: n/a 

Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978MANILA05748 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 58-0366 
Format: TEL 
From: MANILA 
Handling Restrictions: 

Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 9780461 /aaaabzzt. tel 

Line Count: 44 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
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Original Classification: UNCLASSIFIED 
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Page Count: 1 
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Previous Classification: n/a 
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Retention: 0 
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Secure: OPEN 
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